9.1
Injection via Class II wells
9.2
10.3
10.4
Offsite commercial pits, ponds and lagoons
Onsite pits, ponds and lagoons
Land spreading of oil and gas production wastes
Oil and Gas Conservation Act (34-60-106 et seq.)
Water Quality Act (25-8-101 et seq.)
Solid Waste Act (30-20-101 et seq.)
Oil and Gas Conservation Act (34-60-106 et seq.)
Oil and Gas Conservation Act (34-60-100 et seq.)
Oil and Gas Conservation Act (34-60-100 et seq.)
Oil and Gas Conservation Comm. Reg's (2 CCR 404-1)
(5 CCR 1002-2) Reserved section for ground water discharges from point sources
Solid Waste Reg's (6 CCR 1007-2)
Oil and Gas Conservation Commission Reg's (2 CCR 404-1)
Oil and Gas Conservation Regulations (2 CCR 404-1)
Oil and Gas Conservation Regulations (2 CCR 404-1)
Effluent limitations, performance standards
Design criteria, performance standards
Discretionary design criteria
Discretionary design criteria—liners and monitoring
Prohibited without permit
Assuming primacy delegation from EPA received.
Not being applied at this time.
Certificate of Designation by county with CDH approval.
Proposed regulations requiring OGCC permit are out for public review at this time.
Exemption for these facilities is dependent upon OGCC's adoption of regulations which provide protection equivalent with solid waste regulations and/or ground water quality regulations.
Exemption for this type of disposal is dependent upon OGCC adopting currently proposed regulations for tracking such wastes from generator to disposal.
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